94

-9203250300 Application for amends to Licenses DPR-42 & DPR-60,revising TSs to re-
flect mods being performed as part of Station Blackout/Electrical Safeguards Upgrade

PARKER.T.i

IKER.T.M. Northern States Power Co, 92/03/20. 38pp. 61106:245-61106:282.

-9203250302 Proposed Tech Specs re auxiliary electrical sys & cooling water sys.
* Northern States Power Co. 92/03/20. 46pp. 61106:283-61106:328.

Q. Inspection reports, IE Bulletins & correspondence

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90-
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden-
tify any missing safeguards matt was done.

ELIASON.LR. Northern States Power Co. 91/01/31. Document Control Branch (Doc-
ument Control Desk). 3pp, 60858:153-60858:155.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030175 Confirmatory action Itnconfirms 920221 conversation between Forney &
Sellrnan re decay heat removal & unplanned mode changes at facility & planned ac-
tions & condition for maint of RCS inventory.

DAVIS.A.B. Region 3 (Post 820201). 92/02/21. ELIASON.LR. Northern States Power
Co. 2pp. 60754:201-60754:202.

9203110113 Provides root causes for loss of decay heat removal & unplanned mode
change occurrence during reduced inventory operation on 920220,per Augmented
Insp Team meeting. Causes include difficulty re RCS level.

ELIASON.LR. Northern States Power Co. 92/02/23. Document Control Branch (Doc-
ument Control Desk). 3pp. 60897:048-60897:050.

9202190038 NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203090360 Forwards Relief Request 70 from second 10-yr inservice insp interval to
permit testing of RHR vessel injection relief valve setpoint when core unloaded.
PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 3pp. 60883:069-60883:071.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203090191 Provides new small break LOCA analysis.per request in insp repts dtd
901026.Results will be incoporated into next rev to updated SAR (June, 1992).
PARKER.T.M. Northern States Power Co. 92/03/03. Document Control Branch (Doc-
ument Control Desk). 21pp. 60862:343-60862:363.

9203130055 Forwards safety insp repts 50-282/92-03 & 50-306/92-03 on 920225-
28.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/09. ELIASON.LR. Northern States
Power Co. 2pp. 60886:093-60886:100.

-9203130063 Insp repts 50-282/92-03 & 50-306/92-03 on 920225-28-No violations
noted. Major areas inspected:radiation protection program during refueling
outage.including organization.mgt controls & training .exposure control & contamina-
tion.

KOZAK.T.J.,   SNELL.W.   Region   3   (Post   820201).   92/03/06.   6pp.   60886:095-
60886:100.

9203190216 Provides SG tube plugging & sleeving info.Following ISI of SG.11 tubes
were plugged.Percentage of tubes plugged on SG 21 is 2.33%.
PARKER,?.M. Northern States Power Co. 92/03/09. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 3pp, 61060:357-61060:359.

9203170226 Forwards insp repts 50-282/91-27 & 50-306/91-27 on 911224- 021 ^Non-
cited Violation noted.

SHAFER.W.D. Region 3 (Post 820201). 92/03/10. ELIASON.LR. Northern States
Power Co. 3pp. 60924:324-60924:335.

-9203170235 Insp repts 50-282/91-27 & 50-306/91-27 on 911224-0217. Violations
notedMajqr areas inspected:plant operational safety,rnaint,surveillance,LER followup
& preparations for refueling.
JORGENSEN.B.L Region 3 (Post 820201). 92/03/10. 9pp. 60924:327-60924:335.

9203240069 Forwards augmented insp team rept 50-306/92-05 on 920221-25. Inspec-
tors concluded that mgt made number of changes in process for establishing stable
reduced-inventory conditions in RCS.

DAVIS.A.B, Region 3 (Post 820201). 92/03/17. ELIASON.LR. Northern States Power
Co. 8pp. 61053:220-61053:274.

-9203240076 Augmented insp team rept 50-306/92-05 on 920221-25.Review of insp
findings continuing.Maior areas inspected-.evaluations re loss of RHR sys event on
920220.
JORGENSEN.B.L Region 3 (Post 820201). 92/03/12. 47pp. 61053:228-61053:274.

9203310060 Forwards insp rept 50-306/92-02 on 920218-20,0303-05 & 18-19.NO viola-
tions noted.

RING.M.A. Region 3 (Post 820201). 92/03/27. ELIASON.LR. Northern States Power
Co. 2pp. 61126:135-61126:142.

-9203310061 Insp rept 50-306/92-02 on 920218-20,0303-05 & 18-19.No violations or
deviations noted.Major areas inspected: inservice insp activitiesjncluding review of
programs, procedures.observations of work activities & data review.
WARD.K.D., JACOBSON.J.M. Region 3 (Post 820201). 92/03/27. 6pp. 61126:137-
61126:142.

R. Periodic operating reports & related correspondence

9203040014 "Annual Rept of Occupational Radiation Exposure & Safety & Relief Valve
Failures & Challenges, 1991." W/920226 Itr.
PARKER.T.M. Northern States Power Co. 91/12/31. 6pp. 60798:156-60798:161.

9203040301 "Effluent & Waste Disposal Semiannual Rept for Jul-Dec 1991." W/920226
Itr.
FEY.F.L. Northern States Power Co. 91/12/31. 27pp. 60813:233-60813:260.

9203020263 Forwards fitness for duty program performance data for period ending
911231,per10CFR26.71 (d).

PARKER.T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc-
ument Control Desk). 8pp. 60783:264-60783:271.

9203160076 Monthly operating repts for Feb 1992 for Prairie Island Generating
Plant,Units 1 & 2.W/920309 Itr.

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 92/02/29. 9pp. 60968:346-
60968:354.

S. Reportable occurrences, LERs & related correspondence

9203030280 PNO-lll-92-007:on 920220,while unit 2 shut down for refueling.licensee low-
ered water level in reactor vessel in preparation for installing steam generator nozzle
dams to allow inservice insp of steam generators.

JORGENSEN.B.L, SHAFER.W. Region 3 (Post 820201). 92/02/21. 1p. 60754:261-
60754:262.

9203030251 PNO-lll-92-007B:on 920225,augmented insp team updated review of loss
of shutdown cooling while reactor water level being lowered.Caused by electronic
level measuring equipment not functional.

JORGENSEN.B., SHAFER.W. Region 3 (Post 820201). 92/02/26. 2pp. 60754:303-
60754:304.

9203260002 LER 92-001-00:on 920218,leakage noted past MSIVs.causing cooldown of
RCS.On 920219,motor-driven auxiliary feedwater pump 21 started
automatically.Caused by personnel error. Test procedures revised & event
reviewed.W/920319itr.

HUNSTAD.AA, PARKER.T.M. Northern States Power Co. 92/03/19. 4pp. 61224:189-
61224:192.

9203300348 LER 92-002-00:on 920220,interruption of one train of RHR occurred during
RCS draining operation.Caused by inadequate supervisory methods.Pressurizer
manway removed to vent RCS & Emergency Procedure 2E-4 changed.W/920323 Itr.
HUNSTAD.AA, PARKER.T.M. Northern States Power Co. 92/03/23. 11pp.
61225:065-61225:076.

V. Operator Examinations

9203160270 Notification of contract execution.task order 141 to "Technical Assistance
to Support Licensing Activities." ContractorSonalysts.tnc.

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/
02. SCHWINK.WJ, Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60942:302-60942:306.

-9203160278 Ltr contract NRC-03-89-031,definitizing task order 141,to "Reactor Opera-
tor Licensing Exam.Prairie Nuclear Power Plant."

SCOTT.M. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/02.
PETERSEN.LR. Sonalysts, Inc. 4pp. 60942:303-60942:306.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C. Region 3 (Post 820201). 92/03/25. Consumers Power Co. 3pp.
61110:314-61110:316.

Y. Dry Cask Independent Spent Fuel Storage Installations

9203090320 Forwards response to NRC 911219 request for add! info resulting from
review of ISFSI environ & safety analysis repts.lnfo covers welding & basket assem-
bly-related questions.

PARKER.T.M. Northern States Power Co. 92/03/02. Document Control Branch (Doc-
ument Control Desk). 7pp. 60883:129-60883:135.

9203120075 Forwards design description for ISFSI TN-40 spent fuel storage cask trans-
port sys. Info to replace preliminary description in current rev of ISFSI SAR.
PARKER.T.M. Northern States Power Co. 92/03/05. Document Control Branch (Doc-
ument Control Desk). 20pp. 60918:255-60918:274./20. Document Control Branch (Doc-
